Tektronix WVR7000 and WVR6OO Series Waveform Rasterizers 
Powerful, Yet Easy to Use 
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Ordering Information 


WVR7100 
Waveform Rasterizer, 2 High Definition 
passive loopthough inputs 


Opt SD — For Standard Definition Monitoring 


Opt CPS — For Composite Analog Monitoring 
Opt RFP — Remote Front Panel (includes 25 ft. cable) 


Opt DG — For Digital Audio Monitoring in 
embedded and AES/EBU formats 


Opt DA — For Analog Audio and Digital Audio 
Monitoring (embedded and AES/EBU 
inputs) 


WVR610A 
Waveform Rasterizer, 2 Standard Definition 
passive loopthough inputs 


Opt AN — For Analog Audio Monitoring 


Opt DG — For Digital Audio Monitoring in 
embedded and AES/EBU formats 


Opt DA — For Analog Audio and Digital Audio 
Monitoring (embedded and AES/EBU 
inputs) 


WVR611A 
Waveform Rasterizer, 2 Standard Definition and 
2 Composite Analog passive loopthough inputs 


Opt AN — For Analog Audio Monitoring 


Opt DG - For Digital Auclio Monitoring in 
embedded and AES/EBU formats 


Opt DA - Fer Analog Audio and Digital Audio 
Monitering (embedded and AES/EBU 
inputs) 


Accessories 
VWVRRFP — Remote Front Panel (includes 25 ft. 
cable) - only available for WVR7100 


012-1658-00 — Analog Audio Breakout Cable 


012-1682-00 — 100 ft. cable for use with Remote 
Front Panel (WVRRFP or Opt. RFP) 


www.tektronix.com/wvr600 
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Note: WVR7000 Series also has a connector for the remote front panel on the rear panel. 


Waveform Rasterizer Selection Guide 
WVR7100 WVR610A 


2 passive loopthrough inputs No 


2 passive loopthrough 2 passive loopthrough inputs 
inputs (Opt SD) 


HD Monitoring 
SD Monitoring 
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WVR611A 
No 
2 passive loopthrough inputs 


Analog Composite 2 passive loopthrough No 


2 passive loopthrough inputs 


Monitoring inputs (Opt CPS) 
Digital Audio 2 sets of 8 channels input, 2 sets of 8 channels input, 2 sets of 8 channels input, 
(AES/EBU) Monitoring 1 set of 8 channels 1 set of 8 channels 1 set of 8 channels 

output (Opt DG or DA) output (Opt DG or DA) output (Opt DG or DA) 
Analog Audio 2 sets of 6 channels input, 1 set 2 sets of 6 channels input, 1 set of | 2 sets of 6 channels input, 1 set of 
Monitoring of 6 channels output (Opt DA) 6 channels output (Opt AN or DA) 6 channels output (Opt AN or DA) 
External Reference Tri-level Sync, Black Burst Black Burst Black Burst 
Waveform Display Yes Yes Yes 
Vector Display Yes Yes Yes 
RGB Component Diamond, Split Diamond Diamond, Split Diamond Diamond, Split Diamond 
Gamut Displays 


Composite Gamut Display Arrowhead Arrowhead 


Web Interface, SNMP, 
Ground Closure 


Remote Front Panel (Opt RFP 
and WVRRFP), Web Interface, 
SNMP, Ground Closure 


Remote Control 


Arrowhead 


Web Interface, SNMP, 
Ground Closure 


Session, Alarm, Error Log 
XGA, 1024x768 


Session, Alarm, Error Log 
XGA, 1024x768 


Status Displays 
Display Output 
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Session, Alarm, Error Log 
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